DRAKE HOTEL 


CHICAGO 
The Drake Hotel is located on Lake Michigan, 


at the intersection of North Michigan Avenue 
and Lake Shore Drive in the heart of 
Chicago's famous Gold Coast. Visitors to the 
Drake enjoy the quiet refined luxury of this 
truly distinctive hotel. Meg of the ellia 
House and the Cape Cod Roém 
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